At The Elevation 


of the Host St Mary's 
paint smell mixed 
with cloying 


cold cream + HEAT 
pipes HAMMERED 


you out of drifted sleep CLAMMY 
andthere IT is BAD BOY and 
growing 


on 12! oh my GOD 
and what NOW? 


